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SUBJECT: RADIOLOGICAL MONITORING IN ITALY 

REFERENCES: (A) AMEMBASSY ROME 0763 (B) CNO I60035Z JAN 75 

1. DEPERTMENT APPRECIATES COMMENTS AND SUGGESTIONS CON- 
TAINED IN REPTEL A. HOWEVER, WE WOULD PREPER INCREMENTAL 
APPROACH TO AVOID ANY POSSIBLE INORDINATE INTEREST WITHIN 
THE GOI WHICH COULD RESULT IN REQUEST POR MULTIPLE AGENCY 
PARTICIPATION. SINCE ITALIAN NAVY HAS SOME ENVIRONMENTAL 
MONITORING CAPABILITY AND IS RESPONSIBLE POR THE ISLAND 
WHERE SSN SUPPORT TENDER IS LOCATED, WE PREPER TO USE 
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ITALIAN NAVY AS CHANNEL FOR INVITATION TO PARTICIPATE IN 
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THIS QUARTER'S SAMPLING. AS INDICATED REETEL (B), 

HOWEVER, WE WANT TO ENCOURAGE ITALIAN NAVY TO BRING CNEN 
INTO THE PICTURE. IN THIS REGARD WE WOULD NOT OBJECT TO 
ITALIAN NAVY INVITING A CNEN REP TO ACCOMPANY SAMPLE TEAM. 

ANOTHER POSSIBILITY IS EOR ITALIAN NAVY REP TO TAKE EXTRA 
SAMPLES AND SEND THEM TO CNEN EOR ANALYSIS. 

2. THE DESIRABILITY OE AN APPROACH THROUGH THE MINISTRY OE 
EOREIGN AEEAIRS EOR PARTICIPATION OF GOI REPRESENTATIVE 
IN NEXT QUARTER'S SAMPLING CAN BE REASSESSED ALTER WE SEE 
WHAT ITALIAN NAVY DOES WITH OUR LOW KEY OEEER TO PARTICIPATE 
IN THIS QUARTER'S U.S. NAVY SAMPLING. INGERSOLL 
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